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Take HPLC/UHPLC to the Next Level in Just Seconds... 

...with Core-Shell Technology 

• Increase resolution and maximize perfbmriance 

• Watch free webinars and tutorial videos 

• Search hundreds of applications and journal articles 

• Access full libraries of technical resources 


Plus, Join the Core Club and Receive a 
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Core-Shell for Small Molecules 


Core-shell for Biomolecules 
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'The A&is tedmo/ogy gives me a HPLC sq}aratjon that was not attainable on any tyf^lrev&se phase 
column fix- biomolecules... Plate counts are tfrough the roof. The peaks are so sharp and symmetical it 
is hard to believe lam analyzing prdsm. Thank you tor the great R&D and providing a new and 
signfftant tool torprc^in separations/ It's awesome/” 

- Eli Lilly 

"The Kinetex cdumn has worked geat tor ow validated assays. We easily amverted ois' HPLC medxjds 
to UPLCmethods using the Kinetex coium and have enpyedbeing to run tost UPLC rtorcxnatograf^... ” 

- Amgen 

"Kinetac technotogy is my first optkm tor any screening. The improvements obtained are amazing, toom 
105 min run to a 25 min and counting..." 

- Fresenius Kabi, USA 
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This message was sent from Separation Science to James.hanchett@state.ma.us. It was sent from: Eclipse Business Media Ltd, Frederick House, Princes Court, Beam Heath Way, Nantwich, Cheshire CW5 6PQ, United Kingdom. You can modify/update your subscription via 
the link below. 
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